Corner  I.D, 


MONUMENT  RECORD 

STATE  OF  INDIANA  -  COUNTY  OF  MONROE 


Q-19 


SECTION _ 27 


,  TOWNSHIP  9  NORTH 


RANGE  2  WEST 


MONUMENT  DESCRIPTION  &  REMARKS 


SET  BRASS  PLATE  &  ROD  3'  WEST  OF  CENTERLINE  OF  HARTSTRAIGHT 


ROAD  AND  1,5'  NORTH  OF  CENTERLINE  OF  VERNAL  PIKE.  PLATE  IS 


RECESSED  IN  ASPHALT, 


PK.  NAIL  ON  EAST 
SIDE  OF  9"  POWER 
POLE  - 


STATE  OF  INDIANA 

COUNTY  OF  MONROE _ 

I,  EDMUND  0.  FARKAS _ .HEREBY  CERTIFY  THAT  THIS 

DOCUMENT  WAS  PREPARED  UNDER  MY  DIRECTION  IN  ACCORDANCE 
WITH  THE  PROVISIONS  OF  SECTION  17-3-64-4  -  17-3-64-8  OF 
the  Indiana  code,  being  Acts  of  1965,  Chapter  319;  and 

THE  ABOVE  DATA  IS  GIVEN  UNDER  MY  HAND  AND  SEAL 
THIS  17  Th  day  OF  SEPTEMBER  ,19  84  A.D . 


SPACE 

RESERVED 

FOR 

RECORDING 

OFFICER. 


A.D. 


INDIANA  REGISTERED  LAND  SURVEYOR  NO. 


UNITED  STATES  GOVERNMENT  AGENCY 


TOWNSHIP: 

RICHLAND 


Corner  I.D. 


Q-19 


CORKER  I.  D. 


0-/9 


SECTION  27 

TOWNSHIP  9  NORTH 

RANGE  2  WEST 


RICHLAND  TWR 


